BOMBAY 



5016439 


RUBIO LAMP 


Parts List 


Harp 
Shade 


1 pc 
1 pc 
1 pc 


Socket Assembly 
Lamp Body 


1 pc 
1 pc 


Finial 


* Please make sure that you have all the parts indicated above before you begin assembly of this item. 

* This item should be assembled on a soft surface to prevent scratching the finish during assembly. 

* This item may require periodic tightening. 


1 . Pull the excess wire out through the bottom of Base to bring the Socket Assembly closer to the Lamp 
Body. 

2. Thread the Socket Assembly clockwise onto the top of the Lamp Body until tight. 

3. Secure the Harp on the Cradle. 

4. Put the Shade on the Harp; thread Finial clockwise on top of the Harp until tight. 

Light bulb should not exceed a Maximum of 100 Watts. (Do not exceed the Maximum Wattage Rating). 


Assemble Lamp 


FINIAL 



LAMP BASE 


LAMP BODY 


SOCKET ASSEMBLY 


